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Nq non-compliant iterrts found on this inspeclion. 

This was a focused irrspection on the non-compliani item found during inspection on IS February 2010. See beltM. 

£.40 ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

(bji Each dealer or exhitritor shall establisb and maintain programs of adequate veterinary care that include: 

(2) The use of opproprlaLo moLhcxIs to prevsnl, conirol, diagnose, and iroal disaaaa^ and Injurlafi, and lha availability 
of emergency, weekend, and holiday care 

i 

A female Wheaton Terrier (Mcrochip # 0(09382321) was observed to have wounds consistent with fighting (puncture 
wound on the left front log, right front ghoulder/neok and top of the head}. The lioonsee stated that iho dog was 
moved earlier that morning lo a pen with a male and a light ensued. The female was separaled from the male. Al the 
time of inspeclion the licensee hgd examired the dog and determined Ihat no treatment was necessary, but had yet 
1e di:>cument Ihat the dog recerved aidapuate velerirary care. The licensee must be able provide decumentalbn ol 
veterinary care. The Itcensee must develop a system to ensure Ihat documentation of SKJequate velerinary care is 
maintained at all times. 

To tw corrected from this date forward. 


23 February 2U] a 

The female Wheaton Temer (Microchip # 0893&23£1) and doojmenlatwn pertainir>g lo her veterir»ary care were 
observed during this focuaed inspection. The dog appeared lo have ng lingering ejects from |he Fight wounds and lhe 
llcensas was able lo provide ddcumsntallon that ths dog nec«ived adequate veterinary care. 

This. Incused inspection was conducted vnlh Lhe licensee and Natalie R Cooper, VMO. 
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2.40 (b) (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIPITORSL 


(b) Each dealer or eshiWtor shall establisfi and maintaiFi progiraniB of adequate veterinary care that include: 

(2) The use gf appngpriai+e methods to prevent, qpnirgl, diagnqjse, end ireet rjiseases and injuries, and ihe aveilabilily 
of omorgancy, -waekand. and holiday care 

A female Wheaton Terrier (Microchip # 089382321) wae observed Id have wounds ggrtsistent witti fighting (puncture 
wound on the left fromt leg, nght front shoulder/neck and top of the head). TTie licensee stated that Ibe dog was 
moved earlier that morning io a pen wiiti a male and a light engoed, Tlie lemale was separated from the male- A| the 
time ol inspection the licensee had examined the dog and determined that no IraaLmant was nacessary. but bad yet 
1o document ibaJ the dog received adequate veterinary care The licensee most he able provkie documentaJlon of 
veterinary care- The licensee must develi^ a ayalem to ensure that dwunrentatign of adeqoale veierirrary care is 
mamlamed at all times. 


To be oijrregted Irgm [hts date forward- 


This- inspection was conducted with the licensees and Natalie R. Cooper, VMO and Jelf Baker, VMO A thorough exit 
oonforengo was conduoted ait the cpnclosipn pf |ho inspection. 
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Mq non-compliant iterrts idenlilied on inspection. 

This inspection was Mr*di>cted with the licensees and Natalie R. Cooper, VMO and Jetf Baker, VMO A thourough 

e 3 (i| inrterview was wndwted flU ttie con^iusign gF ingpEglign. 
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Mt> non-compliant iterrts were iderilified daring this routine intspection. 
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2,126 (a> (1) 

ACCESS AND INSPECTION OF RECORDS AND PROPERTY, 


(a) Each dealer^ eshibitor, intermediate handler, or carrier, sfiall, during busir*ess hours, allow APHIS aflidals; (1 ) To 
aniar ila placai of business. 


Thi^ i^ |ha firgi alEempled inspaqtipr. 


On Sepremt>er 1 . 2iXi9 between 1 1 :3S and 1 1 :45 am, tbe licensee failed to have a responsible person available to 
oorKlucL an animal Vi^Hare inapadion. Tim inspector knoct^d ori llm door, called tha phon^ number cri lilo, and 
honked the vebide's horn. 


If yorjr hours of availabilily have dhanged, please contact me at 240-4&I-92S4 and leave a message. 
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2,3B (b) (1) (i) 

MISCELLANEOUS- 


(t?) Access ar»d inspection of records and properly . (1) Each research facility shall, during business hours, allow 
APHIS oflrciala: (j) Id er'iler its place of buainaaa; 


This is |he firgi alCempled inspeptipn. 


On September 1 ^ 2iXi9 between 1 1 :35 ond 1 1 :45 am, tbe registrant failed to have a responsible person available to 
oorKlucL an animal waltare inapadion. Tim inspector knoct^d on llm door, called tha phon^ number ca lile, and 
honked the vehicle's horn. 


If yorjr boars of availabilily have changed, please contact me at 240-4&I-92S4 and leave a message. 
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KATHERVN 2IEGERER, D.V.M. USDA, APHIS, Animal Care Date: 
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2,50 (t?) (1) 

TIME AND METHOD OF IDENTIRCATICN. 

b} A class '‘B" dealer shall ideniily all live dogs and cats under 

hia dr her Cdritrdl AT Or^ hiS ist her pfatnieaa. aa Idlldws: (1) Whet^ live dogs AT data era held, purchased, or Other wiae 
acquired* they shall be immed»atety denlified; (i) By afli)iing to the amimal's neck an olficial tag as sel fodb in Sec. 
2.&1 tjy mgang of a wllar madg material ganErplly acceplabla Id pat owners PS a mpanp pi identifyirtg their pel 
d&gs or cals V3L or '< 3 ,\ See foolnole £ In Sec. £.S(!)(a)(l ). (II) By a dlstlrKtn/e and legible talloo marking approyed by 

the Administrator. 

••%*•**< 

A| least 1 1 dogs that were greater lhan 4 monlhs old were observed with no official denlification All adult dogs must 
be ideniilipd by wapring p tpg conlPining the rapuired informaiibn (USDA^ 4S-B-0D70. & dpg numbaf) allixed IP p 
collar, a latloo, or a microcbip in order to lacililate the required recordkeeping and ensure that Ihe identity of ibe 
pnimpl is mainlpinpd- The liwnsee mpst engyre Ihpl pll pdult pnirnglg pr^g^pgg ptticipl idantifipalion at all |in*pg. 

TO BE CO n RECTE D BY; October 6 , 200« 

2,130 

MINIMUM AOE REQUIREMENTS- 

No dog or cat shall be delivered by any person to any carrier or intermediate handler lor transpcmaticn* in commerce, 
dr shPJI be lrpns|3drtBd in cdmmarca by any person, eicoapt id p regislpred reseprcb tpcility, urilegg such ddg dr cal is 
at least eight (8) weeks of age and has been weaned 

I H SWA 

APHIS FORM 7d)06B, Record of Disposlllon of Oogs and Cats, were examlried. Orw of these 1orms Identified that ihe 
licensee transported in commerce animals tbst were less than 8 we^ks ei sge: 

Five American Eskimo dogs, bom on July 31 , 2O&01 were Iransported in commerce on Seplember £4, £908. These 
dogg shciuld nol have bean iransported until Baplambef 25. 

Two DpphshpndS; brjm on August 2, 2000., were Irpngpprtpd in commerce on Beplember 2J, 2900. These dogs 
Should not have been transported unlll S^embor 27. 
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Animala iriLiaL nol be Lranspariad in ctHnnieraa unlil at laaat Q weeks [M aige arid weanad in order 1o proted Lhair 
health and well-Ceing The licerisee must ensure that all animaJs iransported in commence are at least & weel® of 
age. 

TO EE CORRECTED IMMEDIATELY 

3,6 (a> [2) (i) 

PHIUARY ENCLOSURES, 

(a> General requirements. 

(2) Priiiiary andidsuras must ba corisJnudtad and maintainsd sa lhat Ihey: 

(i) Have no sharp points or edges that could injure the dogs and cats; 

i H 

The celling Jn an enclosure housing 5 dogs In the ‘’new fat^ building was construded of "chidrsn wire* like mesh that 
had been chewed and pulled in the extent that many sharp points were directed down into ihe enclosure. These 
sharp pomls could injura the animals. Ttie liconsaa must repair the aforamantionad hazard. Tha licansaa must 
develop a program ql monitorirvg and maintenance to ensure lhat all enckteures are kept free from sharp points and 
edges at all linnas. 

TO EE CORRECTED EY: October 1, 2005 

3,9 (b) REPEAT 

FEEDING. 

(b) Food receptacies must be used for dogs and cats, must be readily accessible to all ctogs and cats, and musi be 
krcated so as io miniinize conLaminalion by excreta artd pasta, and be picilecrlad Ircm rain and anew. Feeding pans 
must e^her be made of a ■duraWe material thal can be easily cleaned ajKl sanitired or be disposable, II the food 
TBceplacles are not dispoeabte, they mugi he kept clean and must be seniiized in accortderrce wilb Sec. 3.1 l(b3 oi this 
subpart. Sanitization Is achieved by using one of Ihe methods described in Sec. 3.1 Hb)(3] of this subpan. If the food 
receptacles are disposable, they must be discarded after one use. Self-feeders may be used for ihe feeding of dry 
food. II solf-ragdars are used, they must be kiopt clean and nuust be sanitizad In accordance wilh Sec. 3.1 1 (b) ol this 

subpart, kteasures must be taken to ensure lhat there is rx> molding, deterioration, and caking of feed. 

1 1 

Al least 59 self feeders were observed thal had an excessive accumulation ol dirt, griirre, and/or food residue or lhal 
were rusted to the po<n| that |he surface wes pitted, rough, and wuld no longer be elfeciively gleened ertd sanitized. 
Food rocsptactos must bo easily claanod and sanlllzed and must bo kept cloarKid and sanlllzed lo prevent teed 
contamination ar»d protect the health of ihe animals. The licensee must ensure that all food receptacles are kept 
ctoan and sanitized. Tha llcensiga must devalop a program ol monitoring and mainlananoa to ansura lhal all tood 
receptacles are kept in good repair and are kept deahed and sanilized as required by Ihe regulations, 

q R •! 

This is a repeat non-compliant item It was also not m compliance on June 1, 209?. 
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This roufline linspedion was conducted by Kale Ziegeref, VMO. and the licensees. An eifit confenence was conducted 
at Ilia liiiM oi the io^aclion. 

This- i6 a Iranscribed copy ql the grigiraJ inapactign report. 
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Mo protocote were active aJ the time of the inspection. 

Mo ixin-compliant items were icJeotified during this routine in^fpection. An exil conference was conducted at the lime 
of ftieinapeclipn. 

This inspection was conducted by Kate Ziegerer, VMO, and the registranis- 
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